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TIMOTHY P, MURRAY 
LIEUTENANT GOVERNOR 
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SECRETARY 
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COMMISSIONER 



Mary Szulborski, ADA 


Suffolk County District Attorney’s Office 

Bye-mail September9, 2011 


Re; Comm. vJ 


State Lab nos. 


ADA Szulborski, 

Please find below a discovery package for the case noted above. The material is 
collated in the following manner: 


1) the c.v.’s of the chemists 

2) the Evidence Office receipt to the Boston Police 

3) the inventory control cards 

4) the Drug Powder Analysis Forms 

5) the gas chromatography/mass spectrometry (gc/ms) data 

! was the custodial chemist responsible for the chain of custody, weights and the 
preliminary analysis of the exhibit. Kate Corbett operated the gc/ms for the 
confirmatory analysis. 

If you need further darification of this material, call me directly at (617) 983-6627. 



Michael Lawier 
Senior Chemist 


Cc: A. Dookhan 
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Curriculum Vitae 

Michael Lawler 
Education: 

University of Vii'ginia, Charlottesville, Va, Bachelor of Arts in English, 1975 
Harvard University, Cambridge, Ma. Master of Arts in biology, 1995 
Experience: 

1990-preseut cunently Chemist HI, Mass. Dept, of Pubhc Health, Drug Lab analyst 
determining the identity of unknown substances and providing expert testimony in the 
Courts. Conduct special testing for poisons within drug exhibits. Lab Safety Officer. 
2005-2008 lecturer in chemistry, Curry College, Milton, Ma. 

1988-1990 New England Newborn Screening (NENS) Biochemist conducting pilot 
studies and validation trials of new newborn screening tests. Investigator and co-author 
of papers noted below. Introduced screening test for Biotinidase Deficiency. Liaison 
with interstate collaborators in national studies. 

1983-1988 Supeiwised NENS urine screening lab for metabolic disorders. Conducted 
research in collaboration with Children’s Hospital (Boston) detecting neuroblastoma, a 
cancer of early childhood. Conducted reference testing for rare metabolic disorders for 
an international audience. 

1982-1983 NENS hypothyroid assay technologist with Tuft’s University 
1979-1981 Mass. Bay Community College, staff technologist preparing materials for 
the laboratory teclinician program, v^hich included reagents, apparatus and maintaining 
stock cultures of human pathogens. 

Additional education and special training 

Drug Analysis, completed six week training course by senior staff within the 
Department of Public Health Drug Analysis Laboratory 
National Laboratory Network Training Program course as Expert Witness 
Qualified as an expert witness in the Massachusetts Courts and the U.S, District Court 
Current Drug Trends - Multijurisdictional Drug Task Force Academy 
CDC course in antibiotic resistance CDC course in cell culture 
CDC course in public health response to bioterrorism 
U.S. Army course in biologic warfare and temorism 
Journal Publications 

Screen ins . 1992, 1:34-37; Lawler,M., Frederick,S., Rodriguez-Anza, S.,Wolf,B., 
Levy,H., Newborn Screening for Biotinidase Deficiency, Pilot Study and Follow-up of 
Identified Cases 

Genetic Screen ins , 1990, 11-18, MitcheIl,M., Lawler,M,, Walraven,C., Hermos,R., 

To Screen or Not to Screen for Congenital Hyperplasia: Is that the Question? 

The Journal of Pediatrics , 116: 78-83, Secor-McVoy,J., Lawler,M,, Schmidt, M., 
EberSjD., Hart,P., Pettit,D., Blitzer,M.,Wolf,B., Partial Biotinidase Deficiency: Clinical 
and Biochemical Features 
Professional Affiliations 

Northeastern Association of Forensic Scientists (NEAFS) since 2005 
Awards 

Theobald Smith Education Grant for giuduate studies 
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Curricuium Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included: Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Emplovrrient 


Chemist II State Laboratory instifute.fMareh 2G.G8-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 

the Massachusetts d!;u^Jaws ., . . 

> Operate anaiytfcaj.insffumentation, microscopes and balances for forensic 
drug analysis,^ 

■ n: ii ^ • i_. ... 

Chemist I State Laboratory Institute {2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose .of performing forensic 
drug analysiis •-' ■be . Y' -V'-CiV-rA;.- ; - b 

> SuccessfUIly-eorfipleted^ah feight week training course in the analysis of drugs 

conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory ; ip; c i = ■ ’ 

> Appointed an assistant anatyst.for'the Department of Public Health, Drug 

Analysis Laboratory in. 220 ^§.;;;;, . 


Research Associate;{September 2063:V August 2005) 

SENSOR TECHNO.LQGI§§,,|MC;'Shrevvsbury.rMA 

> . Prepared chemistries used in/makiog senior beads 

> Generated and exarnlned se,ns^Grs ejmp.loying fluorescence spectroscopy 

> Performed protein, d.ye^nd,.sugarassgYS using UVA/IS spectrophotometry 

> Carried out titrations on ridn using fluorescence correlation spectroscopy 

> Statistical analysis Of experimental data 


Intern (March 2003-August 2003) 

MASSACHUSETTS'STATE POL-IGE CRiME-LABORATORY - Sudbury, MA 

> Assisted in-the gathering of case files to fulfill the National institute of 
Justice’s No.^Suspact Backlog Reduction Grant 

> Obseiwed in the,Evidence-,.Qriminalistics, DNA. Drug, Trace, Toxicology, and 
Bomb/Arso.n Units, ... 
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LAB USE ONLY 


DESCRIPTION OF ITEMS SUBMITTED GROSS GROSS ANALYSIS 

QUANTITY WEIGHT i MllMRFR 



To be completed by ECU personnel only 


Name and Rank of Submitting Officer 


Received by 


BPD Form 0038-BIS-0907 (prev. 1753} 




i 9oi 



ECU Control # 


Corbett email PRR 009017 










No. 


Date Analyzed:- 


City: Boston D.C.U. Police Dept, 
Officer: P.O. MiLA DEPINA 
Def; 

Amount: 

No. Cont: 3 Cont: pb 

Date Rec'd: 06/23/2010 
Gross Wt; 1.97^ 

' (EJ 

Prelim: Findings: 


n hi liri 

7' I h’^' 


Subst: SUB 


No. Analyzed; 

Net Weight: 0i( ( 


# Tests; 




Date Analyzed: 


City; Boston D.C.U. Police Dept. 
Officer: P.O. MILA DEPINA 
Def; 

Amount: 

No. Cont; 31 Cont: pb 

Date Rec'd; 06/23/2010 
Gross Wt.; 9.54 


Subst: SUB 


No. Analyzed: 
Net Weight 




oUj> 

#Tests:55/Vt^t. 


y 


Prelim: 





Findings: 
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PRELIMINARY TEST RESULTS 

RESULTS_ 

DATE 


0^\|<UA.S5 

io.6&ocij> 

S'-i^doy 

'r 



GC/MS CONFIRMATORY TEST 

RESULTS C|^_(Xuaj^ 


RESULTS 

MS 

OPERATOR 


DATE Tm' 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 



PRELfWllNARY TESTS 


Spot Tests 


Cobalt 

Thiocyanate 

Marquis 

Froehde's 

Mecke's 





ME 

_I 





PRELIMINARY TEST RESULTS 

RESULTS 


DATE 


Gold 

Chloride 


TLTA ^ 

OTHER TESTS 


GC/MS CONFIRMATORY TEST 
RESULTS 



Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 

E:\SYSTEM7\07 26 10\733141.D 

Operator : 

ASD 

Date Acquired : 

26 Jul 2010 22:22 

Sample Name : 

BLANK 

Submitted by : 


Vial Number : 

1 

AcquisitionMeth; 

DRUGS . M 

Integrator : 

RTE 




Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


733141.D Fri Sep 09 07:50:50 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E; \SYSTEM7\07__26__10\733142.D 
ASD 

26 Jul 2010 22:34 

COCAINE STD 

42 

DRUGS.M 
RTE 


Abundance 

1500000 

1000000 

500000 


TIC: 733142.D\dala.ms 


39 


Time--> 2.00 '2.60' '3.O0' 3.5o' '4.O0' '4.50' 5.00 5.5 0 6.00 6.60 7. 00 7.5 0 8.00 8. 50 9.0 0 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.739 

1563758 

100.00 

100.00 


733142 .D 


Fri Sep 09 07:50:54 2011 


Page l 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

E:\SYSTEM7\07 26 10\733142.D 



Operator 

ASD 



Date Acquired 

26 Jul 2010 22:34 



Sample Name 
Submitted by 

COCAINE STD 



Vial Number 

42 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C;\Database\SLI.L 

Minimum Quality 

80 


C;\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 

80 

PK# RT 

Library/ID 

CAS# Qual 


1 4,74 C;\Database\SLl.L 

COCAINE 


000050-36-2 99 


Abundance 


Average of 4.707 to 4.855 min.: 733142.D\dafa.ms (-) 



Abundance 


#29: COCAINE 



733142 .D 


Fri Sep 09 07:50:55 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired. 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SySTEM7\07_26_10\733143.D 

ASD 

26 Jul 2010 22:47 

BLANK 
MGL 
2 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


733143.D Fri Sep 09 07:51:07 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\07_26_10\733144.D 

ASD 

26 Jul 2010 22:59 


MGL 

44 

DRUGS.M 
RTE 


Abundance 

4000000 

3000000 

2000000 

1000000 

0 


TtC: 733144.D\data.ms 


2,160 


44 


u"'' ' I''' M ' '' ‘!' '' ‘ I " '' 1' ' 1' '' M ■' ‘ T’ ■' ■ I ‘ ' I' " ' I ■ ‘' r ' ' ' I '' ' M ' 

2.00 2,60 3,00 3,50 4.00 4.50 5.00 5.60 6.00 6,60 7.00 7.60 8.00 8.50 9.00 9.50 


Time-> 


Ret. Time 

Area 

Area % 

Ratio % 

2.160 

115026 

2.30 

2.36 

4.744 

4875505 

97.70 

100.00 


733144 .D 


Fri Sep 09 07:51:11 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


E : \ SYSTEM? \ 0 7__2 6_10\733144.D 
ASD 

: 59 

MGL 

44 

DRUGS , M 
RTE 


Search 

Libraries: Cr\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

; 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 2.16 C:\Database\NIST05a.L 

Ecgonidine, methyl ester 127379-24-2 94 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 70 
2,6-Dimethoxytoluene 005673-07-4 43 



733144.D Fri Sep 09 07:51:12 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : E:\SYSTEM7\07_26___10\733144.D 

Operator ; ASD 

Date Acquired ; 2^Ju^20^^^2 2 :59 

Sample Name : 

Submitted by ; MGL 
Vial Number ; 44 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NlST05a.L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.74 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance #29; COCAINE 



733144.D Fri Sep 09 07:51:12 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

E:\SYSTEM7\07 26 10\733145.D 

Operator 

ASD 

Date Acquired 

26 Jul 2010 23:12 

Sample Name 

BLANK 

Submitted by 

MGL 

Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 733145.D\data.nis 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


733145.D 


Fri Sep 09 07:51:18 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Lata File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM?\0 7_2 6_10\733146.D 
ASD 

26 Jul 2010 23:25 


MGL 
46 

DRUGS.M 
RTE 


Abundance TIC: 733146.D\dala.nis 



Ret. Time 


Area Area % Ratio % 


2,149 
4.744 
8.567 


146214 2.38 2.49 

5862570 95.33 100.00 

141097 2,29 2.41 


733146 .D 


Fri Sep 09 07:51:22 2011 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\07_26_10\733146.D 

ASD 

26 Jul 2010 23 : 25 


MGL 
46 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PKff RT Library/ID 


CAS# Qual 


2 4.74 C;\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 

80 
60 
40 
20 
0 

mlZ"> .40 

Abundance 


82 


Average of 4,691 to 4.898 min.; 733146.D\dafa,ms (-) 
182 


42 


55 67 


94 105 


122 

.Ij.i 


198 


152 166 

60 80_100 120 140 160 180 200 220 240 260 


272 


208 222 242 258 


280 


#29: COCAINE 


303 


282 


300 



733146.D 


Fri Sep 09 07:51:23 2011 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM7\07_26_10\733146.D 

Operator : ASD 

Date Acquired ; 2^Ju^ 2010 23:25 

Sample Name : 

Submitted by ; MGL 
Vial Number : 46 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 

PK# RT Library/ID 


3 8.57 C:\Database\PMW_TOX2.L 


Diltiazem-M (desacetyl-) 

000000-00-0 

72 

Diltiazem 

042399-41-7 

56 

BDB 

000000-00-0 

50 



mlz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance #2605: Dil(iazem-M (desacetyi-) P1790 



miz-> 40 . 60 80 1.00 120 140._ .1..60_ _18q ._.. 2 qg 22p_ 240 260 „ 280. 300 .... .320 3.40 360. 


i 


733146.D Fri Sep 09 07:51:24 2011 Page 4 
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Area Percent / Library Search Report 


Information from Data Filei 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \ SYSTEM? \ 0 7_2 6___10\733147.D 
ASD 

26 Jul 2010 23:37 


MGL 

47 

DRUGS.M 
RTE 


Abundance 


TIC: 733i47.‘D\ciata.ms 


4. 


t39 


3000000 

2000000 

1000000 

o'l I -T I l■■|■■T-I-r-^•p-T-T-T--p--T 

Time-> 2.00 2.50 3.00 3.50 


T--r--|--r-T-T[■ , i n , i . , . ; , r rii-TTri- 1 i i n - p 'i ■ -t- f r r i- t- f-i- i - i - t 

4 00 j4,60 5^0p__6..50 6.00 6.50 7. 00 7 .50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


4.739 

3787672 

100.00 

100.00 



733147.D Fri Sep 09 07:51:29 2011 


Page 1 
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Information from Da 


File Name : E: 

Operator ; AS: 

Date Acquired ; 26 

Sample Name : 

Submitted by : MG 

Vial Number : 4 

AcquisitionMeth: DR' 
Integrator : RT! 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\07_26_i0\733148.D 

ASD 

26 Jul 2010 23:SO 


MGL 

48 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C ; \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 2.15 C:\Database\NIST05a.L 

Ecgonidine, methyl ester 127379-24-2 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 
2,6-Dimethoxytoluene 005673 - 07-4 


94 

70 

47 



733148.D Fri Sep 09 07:51:35 2011 


Page- 2 
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Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E; \SYSTEM7\07___26__10\733148 .D 
ASD 

26 Jul 2010 23:50 


MGL 

48 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a,L Minimum Quality; 80 

C:\Database\PMW TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2 4.74 C;\Database\SLI. L 

COCAINE 000050-36-2 99 



733148.D Fri Sep 09 07:51:36 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; E:\SYSTEM7\07__26__10\733148.D 

Operator : ASD 

Date Acquired : 2^ru^20^^23 : 50 

Sample Name : 

Submitted by : MGL 
Vial Number : 48 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NlST05a.L 
C:\Database\PMW T0X2.L 

Minimum Quality; 80 
Minimum Quality; 80 

PK# 

RT 

Library/ID 

CAS# Qual 

3 

8.57 

C:\Database\PMW_T0X2.L 
Diltiazem-M (desacetyl-) 
Diltiazem 

Lidocaine-M (desethyl-) 

000000-00-0 72 

042399-41-7 64 

000000-00-0 40 


Abundance Average of 8.514 fo 8.737 min.: 733148.D\data.ms (•) 



m/z-> 40 60 _ 80 100 120 140 160 180 200 220 240 260^_2^B0 300 320 34 0 360 

Abundance #2505: Dilt(azem-M (desacetyf-) Pi790 

58 

80 

60 



m/z-.> 40 60 80 100 120 140 160 180 200 220 240 260 280,300 320.34Q_..360,. 


733148.D Pri Sep 09 07:51:36 2011 Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


E; \SYSTEM7\07__26_10\733149 .D 
ASD 

27 Jul 2010 00:02 


MGL 
49 

DRUGS.M 
RTE 


Abundance 

4000000 

3000000 

2000000 ; 

1000000 

o'l I .-T-r-i-j-i ,-Tn-jT-T-T-T--p--T-T-T-|--r-r 

Time-> 2.00 2.50.3.00 3.50 4.00 


TIC: 733149.D\data,ms 


4,744 


1 8.567 

T-T-pr-/-S r ] I T 1 I j r ^ ^^ ^ ^ r y^T^ TT ^T 7 ^ rTTTyrTT ^ r ^J^^ r ■^- ^ ■^-■^; i i i i p n r | i r 

4.50 5.00 5 .50 6.00 6 .50 7. 00 7.60 8.00 8.50 9.00 


TT-p-n-r 

9.60.. 


Ret. Time 

Area 

Area % 

Ratio % 

4.744 

4570177 

97.07 

100.00 

8.567 

138171 

2.93 

3.02 


733149,D 


Fri Sep 09 07:51:41 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \SYSTEM7\07__26_10\733149 .D 
ASD 

27 Jul 2010 00:02 


MGL 
49 

DRUGS.M 
RTB 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 


Minimum Quality; 80 
Minimum Quality: 80 


PK# RT 

Library/ID 

CAS# 

Qual 

2 8.57 

C: \Database\PMW_T0X2.L 




Diltiazem-M (desacetyl-) 

000000-00-0 

72 


Diltiazem-M {0-desmethyl-) AC 

000000-00-0 

56 


Diltiazem 

042399-41-7 

56 

Abundance 

Average of 8.604 to 8.731 min.: 733149.D\dala.ms (-) 



80 

60 

40 

20 

0 


58 


42 


71 


1 91105 T 150 164 178191 207 

A-n 1 I I i' L I | “ r T A" I I T’l I I I I r V i n i -i i i 'f i i | i i i i | i j i i 


121 


136 


282 


m/z-> 40 60 80 100 120 140 160_180 20 0 22 0 240 260 280 300 320 340 360. 


Abundance 

80 

60 

40 

20 

0 

m/z-> 


#2506: Diltiazem-M (dssacetyl-) 


P1790 




71 


91 


121 


136150 

+1 


178 


11111111 “! 


326 372 

r-TT' I 1 I r I I I I I I 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 32 0 340 360 


733149.D Fri Sep 09 07:51:43 2011 Page 3 
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Area Percent / Library Search Report 


Information from 

Data File; 

File Name ; 

E:\SYSTEM7\07 26 10\733163.D 

Operator ; 

ASD 

Date Acquired ; 

27 Jul 2010 2:59 

Sample Name : 

Submitted by : 

BLANK 

vial Number ; 

2 

AcquisitionMeth; 

DRUGS.M 

Integrator : 

RTE 


Abundance TIC: 733163.DkJata.nns 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


733163.D 


Fri Sep 09 07:52:06 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; E; \sySTEM7\07_26_10\733164 .D 

Operator : ASD 

Date Acquired : 27 Jul 2010 3:12 

Sample Name ; COCAINE STD 

Submitted by : 

Vial Number : .64 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 733’164.D\dafa.ms 

1500000 


1000000 


600000 


0 

Tlme--> 


Ret. Time 

Area 

Area % 

Ratio % 


4.739 

1646815 

100.00 

100.00 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\SYSTEM7\07 26 10\733164.D 


Operator 

ASD 


Date Acquired 

27 Jul 2010 3:12 


Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

64 


AcquisitionMeth 

DRUGS,M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C;\Database\PMW_T0X2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS it Qual 

1 4,74 C 

:\Database\SLI.L 

COCAINE 

000050-36-2 99 



733164,D Fri Sep 09 07:52:10 2011 


Page 2 
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Last page 


no further data 
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